SECOND  CONGREGATIONAL  CHURCH,  ROCKFORD, 
ILLINOIS.  Original  church  founded  1849.  Present  church 
built  1891.  GORDON  CHAPEL  addition  completed  1950. 
Membership  3200,  one  of  the  largest  in  the  country. 

Ektachrome  by  Jack  Taylor  Z 


PLACE 
STAMP 
HERE 


3S, 


POST  CARD 


Pub.  by  Color-View,  Inc.,  20S  N.  Main  St.,  Rockford,  III. 
56414 


